**************** 



-k t^^ 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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FOREWORD 

This Indian Standard ( Second Revision ) was adopted by the Bureau of Indian Standards, after the 
draft finalized by the Hospital Equipment Sectional Committee had been approved by the Medical 
Equipment and Hospital Planning Division Council. 

This standard was first revised m 1980. The second revision of this standard has been done on the basis 
of technological developments which have taken place since then. In addition to the other dimensions 
capacity has also been specified to maintain uniformity in the shape of the product. Minimum finished 
thickness has also been specified. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off m 
accordance with IS 2 : 1960 *Rules for ronnding off numerical values ( revised )*. The number of 
significant places retained in the rounded off value should be the same as that of the specified value in 
this standard. 
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Indian Standard 



BOWLS, WASH - SPECIFICATION 

/ Second Revision ) 



1 SCOPE 

1.1 This standard specifies the material, 
dimensions and other requirements of stainless 
steel, and aluminium wash bowls. 

2 REFERENCES 

2.1 The following Indian Standards are 
necessary adjuncts to this standard: 

Title 

Wrought aluminium and 
aluminium alloys for manu- 
facture of utensils ( third 
revision ) 

Glossary of terms relating 
to vitreous enamelware and 
ceramic metal systems {first 
revision ) 

Stainless steel sheets and 
strips for utensils ( second 
revision ) 

Methods for sampling of 
utensils 

3 TERMINOLOGY 

3,1 For the purpose of this standard, the 
definitions given in IS 2717 : 1979 shall apply. 



IS No. 


21 : 


1975 


2717 


: 1979 


5522 


: 1992 


9040 


: !978 



4 MATERIAL 
4«1 Stainless Steel 

Stainless steel shall conform to Designation 
X04Crl8Nill or X07Crl8Ni9 of IS 5522 : 1992. 

4.2 Aluminium 

Aluminium or aluminixmi alloy shall conform 
to IS 21 : 1975. 

5 SHAPE AND DIMENSIONS 

5.1 Shape 

The shape of wash bowls shall generally 
conform to Fig. 1. The contour shall be such 
that the bowls of the same size when nested 
together do not get jammed. 

5.1.1 The shape of the rim of the wash bowl 
shall be as shown in Fig. 1. 

5.2 Dimensions 

The dimensions of wash bowls shall be as given 
in Table 1 and Fig- I subject to the following 
tolerances: 



Dimensions 

mm 
Up to 50 
51 to 100 
101 to 200 
201 and above 



Tolerance 
mm 

±1 
±2 
±3 

±5 



BEADED 
EDGE 





I 



PLAIN OR BENT HALF-CURL 
OPEN 



All dimensions in millimetres. 

Fig. 1 Wash Bowl, Typical 
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Table 1 Dimensions of Wash Bowls 

( Clause 5.2 ) 




Top Diameter 


Height 

B 

mm 
(2) 


Base Diameter NomiDal 
Nominal Capacity 

mm 

(3) (4) 


Minimum Finished Thickness 

■ -*■ 


A 

mm 
(1) 


Stainless Steel Aluminium 
mm mm 
(5) (6) 



200 


50 


100 


ro 


0-5 


1-20 


250 


70 


125 


2'0 


0-5 


1-20 


350 


95 


175 


6*0 


0*5 


1 '20 



5.2.1 Other dimensioas may also be permitted 
if agreed to between the purchaser and the 
supplier. 

5.2.2 Shape and dimensions of the beading are 
optional and shall be as agreed to between the 
manufacturer and the purchaser. 

6 MANUFACTURE, WORKMANSHIP AND 
FINISH 

6.1 The wash bowls shall be so constructed 
that these shall not rock when placed on a 
level surface. 

6*2 Stainless Steel Bowls 

The edge of the bowls may be beaded. The 
bowls shall be polished bright. These shall also 
be free from sharp or open edges, distortion, 
dents, wrinkles, wavy surface, burrs, scratches 
and pits. 

63 Aluminium Bowls 

ThQ edge of the bowls shall be beaded properly. 



The finished bowls shall be free from 
distortions, cracks, dents, wrinkles, rocks, spills, 
scratches, pits and other surface defects. 

7 MARKING 

7.1 Each wash bowl shall be suitably marked at 
the bottom with the following: 

a) Indication of the source of manufacture, 

b) Registered trade-mark or identification 
mark, and 

c) Size of the bowl. 

8 PACKING 

8.1 Each wash bowl shall be packed in 
accordance with the best trade practices. 

9 SAMPLING 

9.1 The sampHng of bowls shall be done ir 
accordance with IS 9040 : 1978, 



Standard Mark 

The use of the Standard Mark Is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system of 
inspection, testing and qixality control which is devised and supervised by BIS and operated 
by the producer. Standard marked products are also continuously checked by BIS for con- 
formity to that standard as a further safeguard. Details of conditions under which a licence 
for the use of the Standard Mark may be granted to manufacturers or producers may be 
obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau oj Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of ail its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use^ in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Handbook' and 'Standards Monthly Additions'. 
Comments on this Indian Standard may be sent to BIS giving the following reference; 

Doc No. MHD 14 ( 2212) 
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